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Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

August 6, 1880 


Sir 


As George Wiegard, a workman in my department of the Mint, has become more feeble 
with advancing infirmities, so that he is unable to execute work of sufficient value to the 
Government, and much of his work must devolve upon other workmen, in addition to their own 
work, - I suggest, however regretfully, that the Government interest demands his discharge as a 
workman. 


Respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A.L. Snowden 
Superintendent. 


